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SECRET 1S2134Z MAR 69 CITE LOGISTICS 0058 
INFO DIRECTOR 

REF LOG 69- 1 3 

1. based on anticipated long-term occupancy of 

SITE, OC/SCD and 0L /RECD A.RE CURRENTLY REVIEWING A &E -STUDY AND 
PLANNING FUTURE COURSE of action on upgrading your a/c system 
PER REFERENCE WHICH IS ENR0UTE TO YOU. 

2. TO ASSIST IN HEADQUARTERS PLANNING, PLEASE ADVISE: 

A. ANY REASON WE CANNOT PLAN ON USING HANDLE 

DESIGN AND CONSTRUCTION. 

B. ANY MINOR MECHANICAL OR ELECTRICAL CONSTRUCTION 
ITEMS WHICH MIGHT ADVANTAGEOUSLY BE INCLUDED AS PART OF 
THIS PROJECT . 
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C. YOUR COMMENTS ON ATTACHMENTS TO REFERENCE. 

n 

d. any particular reason why rooms isb, ma, and i|b. 

SHOULD NOT BE A IR -COND IT 10 NED . ■ ' ! 
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